NOTICE OF TESTING OF AUTOMATIC TABULATING EQUIPMENT 


Notice is hereby given to all persons in Christian County, Missouri, that the 
automatic tabulating equipment to be used in the General Election to be held 
Tuesday, November 6", 2018, will be tested, to ascertain that the equipment is in 
compliance with the law and that it will correctly count the votes cast on all 
questions. The test shall be held at the County Clerk’s Office in the Courthouse in 
Ozark, Missouri on Wednesday, October 24", 2018, 9:00 a.m., and will end when 
testing is completed. The test will be open to representatives of the political parties, 
candidates, the news media and the public. 


Witness my hand and seal at the office in Christian County, Missouri, this 3rd day, 
of October, 2018. 


Kay Brown, Christian County Clerk 











